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MAJOR  DOWNTOWN  BOSTON  COMMERCIAL  OFFICES 


The  downtown  Boston  area,  as  well  as  other  city  and  suburban  locations,  offer  prime 
space  for  tenants.  The  diversity  of  locations  also  provides  a  wide  choice  of  building  types 
and  access  to  various  forms  of  transportation  networks.  It  is  difficult  to  proscribe  a  rule 
of  thumb  for  leasing  rates.  However,  prime  office  space  ranges  between  $7.00  and  $1 1 .00 
per  square  foot  depending  on  construction,  amenities  and  location.  It  is  suggested  that  a 
prospective  tenant  contact  several  real  estate  firms  for  more  current  leasing  information. 


New  Construction  -  Completed  1957-1974 


One  Beacon  Street 

Size:  40  floors;  1 ,1 00,000  square  feet 

Boston  Company  Building,  One  Boston  Place 
Size:  41  floors;  820,000  square  feet  gross  floor  area 

Bulfinch  Place,  15  New  Chardon  Street 
Size:  7  floors;  75,000  square  feet 

Capitol  Bank  Building,  One  Bulfinch  Place 
Size:  6  levels;  45,000  square  feet 

Center  Plaza  (0ns),  Government  Center 
Size:  9  floors,  180,000  square  feet 
(rentable  office  space) 

Center  Plaza  (Two),  Government  Center 
Size:  9  floors;  180,000  square  feet 
(rentable  office  space) 

Center  Plaza  (Three),  Government  Center 
Size:  8  floors  plus  duplex  penthouse 
200,000  square  feet 

Charles  River  Plaza  (100),  Cambridge  Street 
Size:  9  floors;  130,000  square  feet 

City  Bank  Building,  55  Court  Street 

Size:  5  floors;  50,000  square  feet  gross  floor  area 

Federal  Street  (79) 

Size:  7  floors  and  basement 

60,000  square  feet  rentable 


Federal  Street  (133) 
Size:  12  floors  and  (2)  useable  basements 
142,000  square  feet 

First  National  Bank  Building,  100  Federal  Street 
Size:  37  floors;  1 ,460,000  square  feet  gross  area 

Keystone  Building,  99  High  Street 

Size:  32  floors;  775,000  square  feet  gross  floor  area 

Massachusetts  Teachers  Association  Building 

20  Ashburton  Place 

Size:  8  floors;  35,000  square  feet 

New  England  Merchants  Bank  Building 

28  State  Street 

Size:  40  floors;  590,000  square  feet  gross  floor  area 

Provident  Building,  30  Winter  Street 
Size:  12  floors;  100,000  square  feet 

Royal  Globe  Building,  25  New  Chardon  Street 
Size:  5  full  floors  and  penthouse;  80,000  square  feet 

State  Street  Bank  Building,  225  Franklin  Street 
Size:  33  floors;  852,000  square  feet  rentable 

Summer  Street  (100) 

Size:  33  floors;  1,074,000  square  feet 

Travelers  Building,  125  High  Street 
Size:  1 6  floors;  285,000  square  feet 

Washington  Mall,  Government  Center 
Size:  15  floors;  140,000  square  feet 
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Commercial  Offices-  2 


New  Construction  -  To  be  completed  in  1975 


Federal  Street  (One) 
Size;  38  floors;  1 ,1 03,000  square  feet 
(rentable) 


Staniford  Street  (50),  Government  Center 
Location;  corner  of  Charles  River  Park  complex 
Size;  1 0  floors;  21 0,000  square  feet 


New  Construction  -  To  be  completed  in  1976 


Charlestown  Savings  Bank,  55  Summer  Street 
Size;  1 0  floors;  1 40,000  square  feet 


Federal  Reserve  Bank 
Size;  1,1 38,000  square  feet 


New  Construction  -  To  be  completed  in  1977 


Federal  Street  (175) 

Location;  at  High  and  Summer  Streets, 

Dewey  Square 
Size;  1 6  floors;  200,000  square  feet 


State  Street  (60) 

Location;  corner  of  New  Congress  Street  at 

Faneuil  Hall  Square 
Size;  40  stories  (37  full  floors);  820,000  square  feet 


Downtown  Restoration  -  Completed  1968-1971 


Commercial  Street  (210) 
Size;  6  floors  totaling  21,1 10  square  feet; 
16,1 10  square  feet  rentable 

Dock  Square  (One) 

Location;  North  Street  adjacent  to  One  Union  Street 
Size;  5  floors  and  penthouse;  1 3,300  square  feet 
Completed;  1971 

Lewis  Wharf 

Size;  6  floors  totaling  approximately  192,000  square  feet 

Completed;  1974 


Pilot  House,  Lewis  Wharf 

Size;  5  floors  plus  mezzanine;  approximately 

28,000  square  feet;  23,000  square  feet  of 

rentable  office  space 
Completed;  1974 

Sears  Crescent 

Location;  on  City  Hall  Plaza  near  Court  Street 
Size;  5  floors  and  penthouse;  40,000  square  feet 
Completed;  1969 


Merchants  Row  (21) 
Location;  between  Faneuil  Hall  iV 
Size;  5  floors;  17,500  square  feet 
Completed;  1972 


Union  Street  (One) 

Location;  corner  of  North  Street  opposite  new 
City  Hall  and  Faneuil  Hall 
arkets  and  State  Street     size;  4  floors;  25,000  square  feet 
Completed;  1968 


Old  City  Hall,  45  School  Street 
Location;  adjacent  to  King's  Chapel  and 

historic  burial  ground  at  Tremont  Street 
Size;  8  stories;  91 ,896  square  feet 
Completed;  1971 


Winthrop  Square  (One) 

Size;  5  floors;  approximately  1 13,000  square  feet 
gross  area;  73,000  square  feet  of  rentable 
office  space  on  the  second  through  fifth 
floors 

Completed;  1974 


Source:  The  Codman  Survey,  1975-76  -  compiled  by  and  available  from  The  Commercial  Department, 

The  Codman  Company,  Inc.,  21 1  Congress  Street,  Boston,  Mass.  021 10 


